SUPKHUKA.TED VAPORS.
Take from the table the mean value of successive 50 degrees and compute
69
for each
Continue tins operation until a sufficient number of points has been determined to locate the curve with
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the desired accuracy. This operation must be repeated until a sufficient number of lines has been accurately determined to permit of interpolation for the remainder.
If a copy of the entropy tables is at hand it may be used to plot those curves or portions of curves which fall within its limits.
In general these curves are about twice as steep as the water-line, as the specific heat of water is about twice that of superheated steam.